CHRIST  CHURCH  in  PHILADELPHIA 

Second  Street  above  Market 
Founded  1695 
An  active  parish  church. 
The  present  Georgian  structure  was 
built  in  1727,  designed  by  the  men 
who  later  built  Independence  Hall. 
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COLOR  BY  MIKE  ROBERTS 
BERKELEY,   CALIF.  94710 


